ETag: "b8e8e4351573df71cca0f8a3b8f6b163"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 6920
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Rodney Gilstrap
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: Panagene, Inc. et al v. Bio-Synthesis, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: txed
x-archive-meta-date-case-filed: 2012-05-17
x-archive-meta-docket-num: 2:12-cv-00301
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 137254
x-archive-meta-referred-to: Magistrate Judge Roy S Payne
x-archive-queue-derive: 0
x-upload-date: 2012-06-18T22:38:51.000Z
